RETURN AFTER FIVE DAYS TO 

CAPITAL CITY WIRE WORKS 




No. 40 West Swan Street 
COLUMBUS, OHIO 




Digitized by ASSOCIATION FOR PRESERVATION TECHNOLOGY, www.apti.org for the 
BUILDING TECHNOLOGY HERITAGE LIBRARY 
https: //archive .org /detaiI s /buiIdingt echnolo gyheritagelibrary 
From the collection of Gerron S. Hite, West Texas Collection, Angelo State University, San Angelo, TX 



